High Voltage 


High Current 


IN SAME-SIZE PACKAGE 


* 





.38*t--1.25" 



Shown Actual Size 


HIGH PRESSURE MOLDED "BULLET’’ 

SILICON RECTIFIERS 


HIGH VOLTAGE “BULLETS” 

__ Up to 5000 PIV _ 

_Avg. Fwd. Current at 50°C — mA 


PIV 500 


0 EF100 
0 EF150 . 

0 EF200 EG200 



EG250 EH250 

EG300 EH300 





HIGH CURRENT “BULLETS” 

Up to 1.2 Amperes 


*PIV 

TYPE 

600 

800 

1000 

EC060 
EC080 
EC 100 


EH350 EJ350 
EH400 EJ400 


Operating & Storage Temperature 


*PIV from 50V to 500V are also available. 


0.6A DC 
75A Peak 
12A 

-65° to + 150°C 


I 


EJ450 

EJ500 


( RECTIFIER CARTRIDGES AND ASSEMBLIES ) 
"HIGHEST VOLTAGES IN SMALLEST PACKAGES” 


SAMPLE of EC080, or EH300, for YOUR EVALUATION/ 


lectronic g ^ evices, incorporated 

21 GRAY OAKS AVENUE, YONKERS, NEW YORK 10710 
Telephone 914Y05-4400 • Teletype No. 914 476-3110 


Incorporated 


Tear Apart Along Dotted Line 


\ Get the “COMPLETE DETAILS” FILL IN—DETACH and MAIL this card TODAY 


mm 

rPLu, 


plus 


am iniesiedied in: a free 


□ EC080 

SAMPLE OF (Please Check One) ^ eh300 


• 

. so 00 

.•JSg. 


□ Receiving Complete Data Sheets □ Seeing an E.D.I. Sales Engineer □ Being Placed on Your Mailing List 
I Have The Following Application:------- 


CIRCUIT: 


DC OUTPUT 
VOLTAGE: _ 


Position. 


DC OUTPUT 
CURRENT:,_ 


I Company,. 


"HIGHEST VOLTAGESl 
IN SMALLEST 
PACKAGES” 


AMBIENT 

TEMPERATURE: 


SPECIAL 

REQUIREMENTS: 




























